576—PIKES PEAK, ALT. 14,110 FT. 

FROM PLATTE AVE., 

COLORADO SPRINGS, COLO. 

Platte Avenue is a beautiful boulevard, the 
main thoroughfare into Colorado Springs from 
the east on Highway U. S. 24. Pikes Peak 
seemingly towers at its western end and 
down its tree lined course are many beautiful 
vistas of the stately Avenue and the snow 
capped peak. 
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